Course Status Review Report By Course No 


Viewing active certifications 

1 active certification(s) found. 


STATE THREAT ASSESSMENT SYSTEMS (STAS) (1279) 
AUTOMATED LICENSE PLATE READER (LPR) (43155) 
Region 3 

FISCAL YEAR: 2018 
CURRENT COURSE STATUS: Active 
This certification never sent to POST for approval. 


Outline/Hourly Documents Status 



Hours 

Outline Status 

Hourly Status 


8 

No Change 

No Change 


Presentations 


Pres. No. 

Start Date 

End Date 

Hours 

Address 

City 

Status 

001 

09/05/2018 

09/05/2018 

8 

353 W. COMMONWEATH AVE. 

FULLERTON 

Active 

002 

10/25/2018 

10/25/2018 

8 

131 N ISABEL ST 

GLENDALE 

Active 

003 

08/14/2018 

08/21/2018 

8 

450 GOLDEN GATE AVE, RM 140101 

SAN FRANCISCO 

Active 

004 

08/23/2018 

08/23/2018 

8 

21250 STEVENS CREEK-DEANZA COL 

CUPERTINO 

Active 


















